
FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR LINDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



1 ) Prafessionally acceptable standards governing the care. IreatmenL and use of animals, including appropnate use of anestetic, analgesic, and tranquilizing drugs, pnor to, during, and fallowing actual res< 
teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to Ihe standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the pnncipal investigator and ap 
Instiluiional Animal Care and Use Committee <IACUC). A summary of all such exceptions Is attached to this annual report. In addition to Identifying the lACUC-approved exceptions, this summary inr 
bnef explanation of the exceptions, as well as the species and nurrXief of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee Ihe adequacy of other aspects of animal care and use. 




























